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FOREWORD 


This Indian Standard (First Revision) was adopted by the Bureau of Indian Standards, after the draft finalized by 
Textile Materials for Marine/Fishing Purposes Sectional Committee had been approved by the Textile Division 
Council. 


This standard is one of the series of India standards on methods of test of fishing gear materials. This standard 
was first published in 1971. It has been revised to align it with latest trade practices and ISO 1531 : 1973 Fishing 
nets — Hanging of netting — Basic terms and definitions. 


The composition of the Committee responsible for the formulation of this standard is given in Annex A. 


In reporting the results of a test or analysis made in accordance with this standard if the final value, observed or 
calculated, is to be rounded off, it shall be done in accordance with IS 2 : 1960 “Rules for rounding off numerical 
values ( revised y. 
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Indian Standard 


FISHING NETS — HANGING OF NETTING — BASIC 
TERMS AND DEFINITIONS 


(First Revision ) 


1 SCOPE 


This standard prescribes principal terms pertaining to 
hanging of netting for fishing nets together with their 
definitions. 


2 REFERENCES 


The following standard contains provisions which, 
through reference in this text, constitute provisions 
of this standard. At the time of publication, the 
edition indicated was valid. All standards are subject 
to revision, and parties to agreements based on this 
standard are encouraged to investigate the possibility 
of applying the most recent edition of this standard: 


IS No. Title 


4402 : 2020/ Fishing nets — Netting — 
ISO 1107: 2017 Basic terms and definitions 
(third revision) 


3 DEFINITIONS 


3.1 Mounting — The attachment of netting to a 
supporting rope or frame. 


NOTE — The netting direction, N or T (see IS 4402), in 
relation to the rope used for mounting, shall be stated precisely. 


3.2 Hanging — The mounting of netting according to 
a specific relationship between the length of that part of 
the final rope or frame on which the netting is mounted 
(see 2.3) and the length of the netting. 


3.3 Length of Rope — The length of the section of the 
rope or frame between the extreme points of mounting 
of the netting. 


3.4 For the calculation of the hanging ratio length 
of netting means that dimension of the netting to be 
mounted which is parallel to the final rope or frame, 
measured when the netting is fully extended in one or 
other of the directions mentioned in Note under 2.1, 
prior to being hung. 


3.5 Hanging Ratio (E) — The ratio between the 
length of final rope (see 2.3) and the length of netting 
(see 2.4), shall be calculated as follows: 


length of rope 


length of netting 


NOTE — In this equation. 


a) the numerator and denominator are both expressed 
in the same unit of length, or 


b) the numerator indicates the length of rope 
measured in mesh lengths on to which is hung the 
number of meshes indicated by the denominator. 


Example: 
: : 7 
Hanging ratio E = m means 


a) that on a 7-m rope a 10-m netting is hung, or 


b) that a section of rope of length equal to the 
length of 7 meshes measured according to 2.4 is 
supporting 10 meshes of netting. 


The hanging ratio may be written as a vulgar fraction. 


Thus, using the above example: 


E= se means 
10 


3.6 Hanging Coefficient — Normally expressed as a 
decimal fraction of the expression. 


length of line stretched mesh length of netting. 
Example: 


A 50-m gill net, with a hanging coefficient of 0.33, 
means that the hung length of the net is 0.33 of its 
stretched mesh length. 


3.7 Take-Up (H) — The reciprocal of the hanging 
coefficient expressed as a percentage and calculated as 
follows: 


_ length of netting, Z - length of rope, 1x100 


length of netting, L 


Example: 
10-7 


x100 = 30 percent 


Where, L = 10 and /=7. 
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Bureau of Indian Standards 


BIS is a statutory institution established under the Bureau of Indian Standards Act, 2016 to promote harmonious 
development of the activities of standardization, marking and quality certification of goods and attending to 
connected matters in the country. 


Copyright 


BIS has the copyright of all its publications. No part of these publications may be reproduced in any form without 
the prior permission in writing of BIS. This does not preclude the free use, in the course of implementing the 
standard, of necessary details, such as symbols and sizes, type or grade designations. Enquiries relating to 
copyright be addressed to the Director (Publications), BIS. 


Review of Indian Standards 


Amendments are issued to standards as the need arises on the basis of comments. Standards are also reviewed 
periodically; a standard along with amendments is reaffirmed when such review indicates that no changes are 
needed; if the review indicates that changes are needed, it is taken up for revision. Users of Indian Standards 
should ascertain that they are in possession of the latest amendments or edition by referring to the latest issue of 
“BIS Catalogue” and “Standards: Monthly Additions’. 


This Indian Standard has been developed from Doc No.: TXD 18 (17384). 
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